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Zast; station equipped “ith 7 French transformers, ins+ 
seribed “ith the numbers I - VII, 


. West station equipped “ith 2 smaller transformers. 


Insulators , svitches, masts, erected in gravel fields 
“hick are surrounded by asphalt sidevalks, 


asphalt sidewalks, 


' 


three iron masts, berinnine of the transmission line 
te YEREVA‘. 


Three iron masts} presumably the tronsnission line to 
sank kaAN, under construction, vill be connected hererith. 


Plant tracks. connecting the seven lergre transfomers 
and the tra:rsformer repair shop. 


Transformer renair shop, stone buildine, 120 x SC feet, 
Fitting shop for the construction. 


Lift and stairs to the turbine house: only a small house 
ig to be seen fron the outside. 


Underground tunnel leading to the administration buildinrs 


dninistration building and control atation, 120x150 feet, 
basenent and first floor completed. Uhr basenent housed 
the control station and nlant nanarenent office, weord= 
dig to soviet statenents this “ill be a three-story 
building. 


saree travelinr crane. 


“oad, passing underneath the traveling erane, roinge around 
the tra-sforner station. 


fhe transforner station and switching installations are by a 
steep slope, south of a hill, The travelinr crane is located 
£00 feet lover than the northern part of the road (14). 
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